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WHERE KENNEDY WAS SHOT — Photo dia- 
gram locates the spot behind Sen. Robert 
Kennedy’s ear where a gunman’s bullet en- 
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tered the senator’s head and the approximate 
area of the head where the bullet lodged. 




